South Dakota Wind Energy Development 

by Capacity and Status 
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Current Nameplate Capacity: 1,018 MW 
Currently Under Construction: 1,067 MW 

Darren Kearney, Staff Analyst 

South Dakota Public Utilities Commission 

Darren.Kearney@state.sd.us 


Updated August 2019 


This map may not represent every proposed wind farm in S.D. it represents projects that deveiopers have communicated to the PUC. Location of the wind farms are approximate. 























































































































































































































